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3.125 (a) REPEAT 

FACILITIES, GENERAL 

Th>e (Jen walls tor the t^ers, Magoo and Special were made of wood landscape limbers Some of the limbers 
were loose and rgttenf. The waakneas of the walls could break posing the risk of injury of escape. The hwsing 
tacllitjes must be repajrsd ar^ror replaced and should be mainlamed and Knpt structurally sound to protect and 
contain the animate, 

’** The entrance to the den for ihe lion Rainbow was made of wood landscape timbers. Some ol the limbers were 
rotlen and left a nail exposed abwt 2-3 inches, The weakness of ttie walls could break posing the risk pf injury or 
escape. The exposed rcisL-y nail could cause an injury. The housing Facilites must be rapaired anl'Or replaced and 
should be mainlained and kept struclurally sound to p^olect and contain the animate. 

The enclosure fu the leopard Jack had a malal strap and rtail that pralrudad linlo the enclosure lhal cculd cause 
an injury, The housing facilities must be repaired and'or replaced and should be maintained and Iwpt sInjcturaJty 
sound to protect &nd ognf^iri the animate. 


3.129 (a) REPEAT 

FEEDING. 

’■‘‘The enclosure tor Miski had meal that was contaminated. It was darh brown and covered with dirt and maggots 
Contaminated food mo'y harbor pelhegana erd pause disease in ihta animal. Also, the nufriiive value of coniaminated 
toed Is unknown. The liconsso must ensure that all food shall be wholesome, palatable, and free from contamination 
and of sufficient quantity and nutritive value to maintain aJI animals in good healih, 
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